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i. The Aireraft ~ilot Plant in Moscow, designated Zavod 156 by both 
Soviets and Ts, was anpsrently built after “orld “er IT, x 
The ouildings had concrete fomdations and were brick anc Sua 
structures, The flat roofs were covered with tar vaner. The lone 
sides of the buildings had large windows. No details vere imovwm on 
the equicment of the workshoos. The conerete foundations for the 
outer walls of the test plant were 1,3 metors deep and 1,2 meters 
thick, Steel beams ware set in tho found tions at 10 meter intervals, 
rae floor of the test plant was dus out to a deosth of 69 em and then 
filled with concrete. In the southern side of the test plant the 
foundations for three test stends were being built, They were 3d 
meters deep, 5 meters lone and 3.5 neters wide, The concrete side walls 
of these found:tions were 1 neter wide, the snace botueen being filled 
with earth and covered with a thin layer of concrete. Retueen July and 
Sestember 1943 the P¥s bwilt the found:itaons for this new workshop -rith 
“wTovisions for the setting wo of tiree new test stands. The PY detail 
“as then withdraw, At the sana tine Soviet forced laborers were cor 
structing a nev workshop, 120%199 meters, ixeept for the roof the frane- 
work of the buildinz aas completed by Septembor 1948. Ths building 
was a two-story structure, ALL the other workshops were in operation, 


a large number of air force officers, near and 
in the administration building. «a Soviet Air Force colonel insveeted 
the provress of the construction work Several, times, He vas nanarer 
of the plant. About SO P's and a forced labor detail were acsi med 4 
coastruction work. The plant's actual work force was estimated a 

400 men in each of tha three shifts, 


3. whe production of plywood airframe varts was seon in the pattern shop. 
the finished parts were taken to the assembly hall where, according to _ 
~owiet workers, aircraft models were being assembled. Licht netal parts, 
profiled tubes and soars were manufactured in the other workshons, 
Turtines were tested almost every day at a test stand in the norcthwestory 
corner of te assembly hall, activities throuch 25X11 
the coor of the tect Dlant anc Tear 1 Shes ws isd whine of the 
engines being tested, About 2° boxes »moasuring 300x100 em anc Lebtisraa 
with the Gernan word "Turbine", sere scen near the agserbliy hall. “Then 
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a ¢orbtain mwumber af these boxes were taken into the ascenbly heli, 

& corresvonding number of now boxes was added. about September 1948, 
after a Lanse of several days, a turbine was tested which nroduced 
much louder roar than the turbines formerly tested. The successful 
runing of the new tyse turbine was greeted with loud cheers by the 
soviet workers, 


he a no sour tracks in the plant yard, and nothing was 
nown of the »ower supoly, The plant had a board fence on the side 


parallel to Leningrad fighvay and a barbed wire fence on the other 
three sides, Watch towers were not observed. The factory volice wore 
armed with carbines, %* , 


comment [sketch indicating the slantts Location and 

iemeeent-teinenend wy 

ayout see Amex, The resort seems to refer to plant previously renorted 
as Aircraft Revelonment Plant to 115, It cannot be determined tliich of 
the two designations, 115 or 150, is correct. The location data ctivon 
in the cerlier report and in the oresent one are in acreenent, and also 
the production data in tho current resort sceng to indicate that the 
slants are identical. According to the earlier information, jet engines 

Were tested and oresumably experinentally installed at, tris nlant, 
In the Moscow photonap of 22 August 1913, Aireraft Meine “lant to G2 
(SU 730) is entered on the site re orted for Plant Mo 115 or 150. 
However, this slant was not confirmed, Aireratt Accessories Plant No 20 
was also entered in that vicinity. The location of the slant as stated 
in the present resort requires confirmation since it is »ossibly further 
to the south, verhans oxs0site the UAJ TInstitete, 


25X1A tee orment. From the information available on this installation it is 


inferred that it is an important test lent of one of. the Leading Soviet 
aircraft desimors, 


2. Annex: 


Waa sca atone 


Two sketches of Plant No. 150 
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